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Horatio C. Meriam, D.M.D. 
Salem, Mass. 
April 10, 1887 


To the United States Mint 
Philadelphia, Pa. 


The Dental Profession use a large amt. of gold coin in their work. A large amt. per year is 
wasted as the pieces do not roll out so as to cut to best advantage. 


Will the Mint kindly inform me if they can supply bullion and at what sale — and also in 
what form and amt. 


Yours Very Truly, 
Horatio C. Meriam 


